Gold  King  Mine 
Monitoring  Results 

August  1 1 , 2015 


COLORADO 

Department  of  Public 
Health  b Environment 


1781631 


ED  000552B  00004525-00001 


Overview 


• Monitoring  locations  map 

• Monitoring  results  and  what  they  can  tell 
us  about: 

- Human  Health  (drinking  water  and 
recreation) 

- Agriculture  (livestock  watering  and 
irrigation) 

- Fish  and  aquatic  insects  (aquatic  life) 

• Monitoring  next  steps 


/♦Wv 

xO\\w 


COLORADO 

Department  of  Public 
Health  b Environment 


1781631 


ED  000552B  00004525-00002 


1781631 


ED  000552B  00004525-00003 


1781631 


ED  000552B  00004525-00004 


CD'PHi 


■mm 

IBlil 


8/5/2015, 19:28/5/2015,  23:0C8/6/2015,  6:0CB/7/2015, 12:00 


8/5/2015, 19:28/5/2015,  23:0(2/6/2015,  6:0GB/7/2015, 12:00 


1781631 


ED  000552B  00004525-00005 


Animas  River  (below  Silverton) 

Time  Series 
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Concentration  (ug/L) 
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Concentration  (ug/L) 


Site  2 Animas  River  Below  Silverton: 

Human  Health 
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Concentration  (ug/L) 


Site  3 Animas  River  at  Bakers 
Bridge:  Human  Health 
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Concentration  (ug/L) 


Site  1 Cement  Creek:  Livestock 
Watering  and  Irrigation 
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Site  2 Animas  River  Below 
Silverton:  Livestock  Watering  and 

Irrigation 
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Site  3 Animas  River  at  Bakers 
Bridge:  Livestock  Watering  and 
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Concentration  (ug/L) 


Site  1 Cement  Creek:  Aquatic  Life 
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Concentration  (ug/L) 


Site  3 Animas  River  at  Bakers 
Bridge:  Aquatic  Life 
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Monitoring  Next  Steps 


• We  will  continue  to  monitor  and  will 
compare  this  to  historic  data 

• We  will  report  information  as  soon  as 
it  is  available 

•The  in  format  d this  week  will 

continue  to  inform  our  i i e d e d 
next  steps  regarding  use  of  the  river  for 
recreation,  drinking  water,  and 
agriculture 
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